MAULANA AZAD NATIONAL INSTITUTE OF TECHNOLOGY 


BHOPAL 
Central Library 

//Revised Library Timings// 


Dated: 05 / 08 / 2019 

The library will now remain open from 9 A.M. to 9 P.M. from Monday to Friday and 10 
A.M. to 2 P.M. during Saturday and Sunday. 

The Library Staff will be available in accordance with the timing mentioned above. 
Students & other members are requested to contact the Library Staff Members for any 
help / support during this time period. 

The duty timings of the undersigned will be 9 A.M. to 5 P.M. (Monday to Friday) and he 
can be contacted for any help / support during the mentioned time. 

Authority: Director’s approval (MANIT / DPS / 6922, Dated: 01.08.2019) 


Pankaj Kumar Sharma 
Incharge Librarian 

Copy to: 

1. Central Library’s official records 

2. Students’ Council 

3. Security Officer, MANIT 

4. All Fleads, with a request to display 

5. Nodal Officer, MIT 

6. Chairman, Library Committee 

7. Registrar, for kind information 

8. Hon. Director, for kind information 


